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Caliber: 39MM Parabellum 
Overall Length:195MM 

Height: 128.5MM 

Width: 30MM 

Barrel Length: 116MM 

Weight: 7 0.275KG 
Fapecity: fROS 





READ THE INSTRUCTIONS AND 
WARNINGS IN THIS MANUAL 
CAREFULLY BEFORE vai THIS 
FIREARM. 
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LIMITED WARRANTY 


SPORTARMS warrants to the original retail purchaser for a period 
of one (1) year from date of purchase that each firearm sold by 
us will be free from defects in materials and workmanship. Our 
obligation under this warranty shall be limited to replacing or 
repairing any firearm or part thereof returned (prepaid) to us and 
found to be defective in either material or workmanship. This 
service will be provided free of any charge for parts of labor in 
connection with warranty claims meeting the requirements, 
including the notice requirement, of this warranty. 

In order for the original purchaser to avail himself’ of the 
protection of this warranty, he must give SPORTARMS notice of 
the defect in materials and/or workmanship, which notice must 
be received by us within one month after discovery by purchaser 
of the defect,and in any event within one (1) year from date of 
purchase. After such notice is received, SPORTARMS will send 
the purchaser instructions for shipment of the firearm. 

This limited warranty is the only express warranty made by 
SPORTARMS. SPORTARMS-~ rnakes no_- other — express 
warranty,whether in the instruction manual, advertising or 
elsewhere. 


THE DURATION OF ANY IMPLIED WARRANTY, INCLUDING 
ANY WARRANTY OF MERCHANTABILTY OR FITNESS FOR A 
PARTICULAR PURPOSE, SHALL ALSO BE LIMITED TO A 
PERIOD OF ONE (1) YEAR FROM DATE OF PURCHASE. 


LIMITATION OF LIABILITY: 


PISTOLS are classified as FIREARMS or DANGEROUS 
WEAPONS and are sold by us with the specific understanding 
that we are not responsible in any manner whatsoever for their 
safe handling or resale under local laws and regulations. 
SHALL NOT BE RESPONSIBLE IN ANY MANNER 
WHATSOEVER FOR MALFUNCTIONING OF THE FIREARM, 
FOR PHYSICAL INJURY OR FOR PROPERTY DAMAGE 
RESULTING IN WHOLE OR IN PART FROM: 

1. INTENTIONAL OR NEGLIGENT DISCHARGE, 
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2. IMPROPER OR CARELESS HANDLING, 
3. UNAUTHORIZED MODIFICATIONS. 
4. DEFECTIVE, IMPROPER, RELOADED, 
HANDLOADED, 
OR NON-STANDARD AMMUNITION, 
5. CORROSION, 
6. NEGLECT OR 
7. OTHER INFLUENCES BEYOND OUR DIRECT AND 
IMMEDIATE CONTROL. 
THIS LIMITATION APPLIES REGARDLESS OF WHETHER 
LIABILITY IS ASSERTED ON THE BASIS OF CONTRACT, 
NEGLIGENCE OR STRICT LIABILITY (INCLUDING ANY 
FAILURE TO WARN). 
UNDER NO CIRCUMSTANCES SHALL INTERARMS BE 
LIABLE, WHETHER IN CONTRACT, NEGLIGENCE OR STRICT 
LIABILITY, FOR INCIDENTAL OR CONSEQUENTIAL 
DAMAGES, SUCH AS LOSS OF USE OF PROPERTY, 
COMMERCIAL LOSS AND LOSS OF EARNINGS OR PROFITS. 


WARNING: 


USE OF RELOADED,. HANDLOADED, OR- OTHER 
NON-STANDARD AMMUNITION VOIDS ALL WARRANTIES, 
RELOADING IS A SCIENCE AND IMPROPERLY RELOADED 
OR HANDLOADED AMMUNITION OR OTHER 
NON-STANDARD AMMUNITION CAN BE VERY DANGEROUS, 
DAMAGE THE FIREARM, AND CAUSE SERIOUS INJURY TO 
THE SHOOTER OR TO OTHERS. USE ONLY HIGH-QUALITY, 
ORIGINAL FACTORY-MANUFACTURED AMMUNITION — IN 
GOOD CONDITION AND OF THE TYPE AND CALIBER FOR 
WHICH YOUR FIREARM WAS DESIGNED. 


FURTHER INFORMATION: 


SPORTARMS reserves the right to make changes at any time, 
without notice, in the design or specification of firearms, to add 
Or remove accessories and to add or discontinue models without 
incurring obligation. 

Some states do not allow limitations on how long an implied 
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warranty lasts or the exclusion or limitation ef incidental or 
consequential damages, so the above limitations and exclusions 
may not apply to you. 

This warranty gives you specific legal rights, and you may also 
have other rights which vary from state to state. 


SPORTARMS 


MIAMI, FLORIDA 33142 


COMMANDMENTS OF FIREARMS SAFETY 
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ALWAYS treat every gun as if it were loaded. 

ALWAYS be sure the barre| is clear of any obstruction. 
ALWAYS be sure ot your backstop, what lies beyond & the 
safety of bystanders before you shoot. 

ALWAYS use ciean, dry, original factory-made ammunition 
of the proper type & caliber for your gun. 

ALWAYS wear ear protection & shooting glasses when 
shooting. 

ALWAYS carry your gun so that you can control the direc- 
tion of the muzzle if you fall or stumble. 

ALWAYS leave the safety on until you intend to fire. 
NEVER leave an unattended gun loaded. Guns & ammuni- 
tion should be stored separately; locked if possible. 
NEVER allow your firearm to be used by anyone who has 
not read this instruction & safety manual. 

NEVER, NEVER-EVER-point any gun, loaded or unloaded, 


at anything you do not intend to shoot. 


INSTRUCTIONS & WARNINGS 


ALTERATION WARNING: This product was designed to 
function properly in it’s original condition. Any changes 
made in this product are specifically contrary to our instruc- 
tions,and we expressly do not authorize any changes to 


be made after manufacture. Do not jeopardize your safe- 
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ty or the safety of others by making modifications to this 


firearm. 


. AMMUNITION: Use only high quality, original factory manu- 
factured 9MM Parabellum ammunition. Always use ammuni- 
tion that complies with the industry performance standards 
established by the Sporting Arms & Ammunition Manufac- 
turers’ Institute, Inc. of the United States. 

Firearms may be severely damaged and serious injury to the 
shooter or to others may result from any condition causing 
excessive pressure inside the chamber or barrel during fir- 
Ing. 

Excessive pressure can be caused by obstruction in the 
barrel, propellant powder overloads, or by the use of incor- 
rect cartridges or defectively assembled cartridges. In addi- 
tion, the use of a dirty, corroded,or damaged cartridges can 
lead to a burst cartridge case and consequent damage to 
the firearm and personal injury from the sudden escape of 


high-pressure propellant gas within the firearms mechanism. 


. USE OF THE SAFETY: Your firearm comes equipped 
with an effective, well designed safety device. HOWEVER, 
NEVER RELY COMPLETELY ON ANY SAFETY MECH- 
ANISM. It is NOT a substitute for cautious gun _ handling. 
NO safety, however positive or well designed, should be 
totally trusted. Like all mechanical devices, the safety is 
subject to breakage or malfunction and can be adversely 
affected by wear, abuse, dirt, corrosion, incorrect assembly, 
improper adjustment or repair, or lack of maintenance. 


Moreover, there is no Such _ thing as a safety which is 
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“child-proof” or which can completely prevent accidental 
discharge from improper usage, carelessness, or “horseplay” 
The best safety mechanism is your own good sense; USE 
IT! Always handle your firearm as though you expect the 
safety NOT to work! 

While handling any-firearm, never allow it to point at any 
part of your boby or at another person. No harm will result 
if you obey this rule, even if an accidental discharge occurs. 
Leave the safety “on” until you are ready to shoot and the 
firearms is pointed at the target! 

Always keep your finger off the trigger and point the muzzle 
in a safe direction when turning thé safety “on” or “off”. 
When applying the safety, be certain to move it fully into 
position. 

Never carry any firearm with-a cartridge in the chamber 
without placing this safety “on”. 

Risk of an accident is greatly increased when any semi- 
automatic pistol, no matter how safely designed, is carried 
with a cartridge in the chamber. 

This practice is not recommended and may be justified only 
in circumstances of clear and present danger, when the 


pistol may immediately have to be used in self-defense. 


If you MUST carry pistol with a cartridge in the chamber, 
always lower the hammer to the uncocked position. Use the 
hammer-lowering lever (NOT the trigger) to uncock the ham- 
-mer. In addition, leave the safety “on” until you are ready 
to shoot and the firearm is pointed at the target! 

It is possible to lower the hammer to a “half-cock” position. 
Do not use this feature as a safety! It is not designed of 


suitable for that purpose. The “half-cock” serves only to pre- 
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vent unintended firing in case of internal breakage or mal- 
function or in case your thumb slips off the hammer during 
manual cocking. To prevent accidents, it is absolutely es- 
sential to use the manual safety. 

Alway point the muzzle in a safe direction when manually 
operating the slide to load the first cartridge from the ma- 
gazine into the chamber. Malfunctions which allow the pis- 
tol to fire without the trigger being pulled when the slide 
snape closed are rare, but CAN happen. Always grip the 
slide so that your fingers closed elbow, andother parts of 


your body are BEHIND the pistol. 


LOADING: Always make sure the muzzle is pointod in a 
safe direction. 

Never attempt to load or unload any firearm inside a vehi- 
cle building, or other confined space (except a _ properly 

constructed shooting range). Enclosed areas frequently 

offer no completely safe direction to point the firesm; if an 

accidental discharge occurs,there is great risk of injury 

or property damage. 

Before loading, always clean all grease and oil from the 

bore and chamber, and check to be certain that no obstruc- 
tion is in the barrel. Any foreign matter in the barrel could 
result in a bulged or burst barrel or other damage to the 

firearm, and could cause serious injury to the shooter or 


to others. 


UNLOADING: Always make sure the muzzle is pointed in 
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a safe direction. Remember to clear the chamber after the 
magazine has been removed. 
Never assume that any gun is unloaded until you have per- 


sonally cheaked it! 


. FIRING: Keep this muzzle pointed in a safe direction and 
your finger away from the trigger when cocking any- fire- 
arm. 

Never carry about or leave unattended any firearm which 
is cocked and ready to fire. When cocked, it will fire from 
slight pressure on the trigger. An accidental discharge 
could easily result if you fall or drop the firearm, or if the 
firearm is struck or distrurbed by someone or something. 
Never fire any semi-automatic firearm with your finger, hand, 
face, or other part of your body over or adjacent to the 
ejection part, or in any position where you may be struck 
by reciprocating movement of the slide. Both the ejection of 
empty cartridge cases and the movement of the slide are 
part of the normal operating cycle of semi-automatic _ fire- 
arms, and pose no safety hazzard to the shooter if the fire- 
arm is held in a normal grip and fired at arm's length’ as in- 
tended by it’s design. 

Never allow other persons to stand beside you where they 
might be struck by an ejected cartridge case. The case is 
hot, and may be ejected with sufficient force to cause 
a burn or cut or injure an unorotected eye. Make certain 
there is a clear, unobstructed path for safe ejection of the 
fired case. Remember, the case may bounce off a hard ob- 


iect nearby and strike you cr someone else. 
J 
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If while shooting, your firearm.develops ANY mechanical mal- 
function or binding, or “spits” powder gas, or if a cartridge 
primer is punctured or a cartridge case is bulged or rup- 
tured, or if the report on firing does not sound quite right, 
STOP SHOOTING IMMEDIATELY!! It may be dangerous to 
continue. UNLOAD THE F!IREARM-do NOT try “one more 
shot”. Take the firearm and the ammunition to a gunsmith 


for examination. 


While shooting any semi-automatic firearm, an unfired car- 


tridge or fired cartridge case may occasionally become ja- 
mmed between the slide and the barrel. Clean the jam as 
follows: WHILE KEEPING THE MUZZLE POINTED IN| A 
SAFE DIRECTION: Remove the magazine, then pull back 
the slide and hold or lock it to the rear. The jammed car- 
tridge or case no can be removed by shaking it out or by 


picking it out with the fingers. 


DISASSEMBLY-REASSEMBLY WARNING: Never clean, 
lubricate, disassemble, or work on a firearm while it is load- 


ed. Read instructions before disassembling firearm. 


CLEANING & LUBRICATION: Always be certain the 

firearm is unloaded before cieaning.Firing a gun with oil, 
grease, or any other material even partially obstructing the 
bore, may result in damage to the firearm and injury to the 
shooter or those nearby. Do not spray or apply lubricants 
directly on ammunition. If the powder charge of a cartridge 


is affected by the lubricant, it may not ignite, but the en- 
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ergy from the primer may be sufficient to push the bullet 
into the bore or it may become lodged. Firing a subse qu- 
ent bullet into the obstructed bore may damage the  fire- 


arm and cause injury to the shooters and those nearby. 


9. WARNINGS REGARDING PURCHASE OF PARTS: It is 
the purchaser's responsibility to be absolutely certain that 
any parts ordered from the factory are correctly fitted and 
installed. Firearms are complicated mechanisms and impro- 
per fitting of parts may result in a dangerous malfunction, 
damage to the firearm or injury to the shooter sho other 
persons. The purchaser and installer of parts must accept 
full responsibility for the correct adjustment and function- 


ing of the firearm after such installation. 
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Remove the magazine. Draw back the slide to eject any cartridge 
in the chamber. Using the back edge of the bottom plate of the 
magazine as a tool (Fig.1); pull back hard on the slide stop 
retaining clip (30) until it releases. Then push the slide stop(25) 
through the frame from right to left. 

Draw the slide off the front of the frame slowly. As soon as the 
recoil spring is exposed, hold it up against the barrel (Fig.2) to 
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prevent it from bending out of the slide. While holding the recoil 
spring (29) in place, grasp the recoil spring guide (27) and push 
it toward the muzzle while lifting it free of the barrel lug. Use 
care. The spring is strong & shouid be released slowly so as not 
to fly free. As additional caution, point it in a safe direction if 
control is lost, Dry, non-oily fingers will give you a firmer grasp. 
The recoil spring retainer (28) will lift out with the spring. The 

FIG3 





barrel bushing(36-Fig.3) can now be turned 180°and then lifted 
free of the slide. The barrel (35) can now be pulled out the front 
of the slide. Thorough cleaning and oiling of the barrel (35),Slide 
(1) with its’ guides & breech face, as well as exposed frame (26) 
and hammer assembly, can now be done. Re-assembly should 
then be done in opposite procedure to disassembly. Use caution 
positioning the recoil spring(29) and guide(27). Take care that 
the hammer assembly remains fully-seated in the frame when 
mounting the slide. Half cocking the hammer will help — po- 
sitioning the slide. Position the barrel link(32) so its’ hole aligns 
with the slide(1) hole through which the slide stop(25) pin 
extension must be thrust from left to right. 

Removal & repiacement of the harnmmer assembly may be done 
after extended use. if desired; although it is normally 
unnecessary. When doing so, first let hammer down with 
safety(37) in ‘fire’ position(rear) so it does not interfere with the 
disconnector(13). Lift out the trigger assembly, rocking it gently, 
front to rear, if fit is snug. Take care that pins (14,15,16) do not 
fall out, Insertion of the hammer assembly must be done with the 
Safety(37) in ‘‘fire’’ position (rear). 

The plastic grips are retained to the inside of the frame by a leaf, 
or flat spring, which pivots in the center of the five pointed star 
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on the grip. The spring in the left grip has an extension making 
it the stem of a “T’” Shape. Looking into the bottom, or magazine 
well (Fig.4), the extension can be seen. The end is slotted. 
Placing a screw driver into the slot, & pushing towards the rear 
gently, without forcing the grip outward, will rotate the entire ‘T” 
shape so the top of the ‘’T” clears the inside of the frame, push 
against the inside surface of the grip gently to free it from the 
frame. The right grip can now be removed by rotating its’ cross 
leaf spring retainer without pushing outward on the grip. 
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NORINCO MODEL 





213 PISTOL 


1, Slide 
9.Extractor Pin 

3, Extractor 
4,Extractor spring 
5, Rear sight 

6, Firing pin spring 

7, { iring pin 

8. Hammer 

g, Hammer spring 

0. Hammer and sear housirig 
11. Sear spring 

12. Sear 

13. Disconnector 

14. Hammer spring stop 

15. Hammer pin 

16. Sear pin 

17. Right grip 

18. Magazine 

19. Trigger spring 

9), Trigger spring fixing pin 
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Left grip 
Trigger 
Magazin» catch 


Magazine catch spring 


. Slide stop 

. Frame 

. Recoil spring guide 
. Recoil spring plug 

. Recoil spring 

. Slide stop clip 

. Magazing catch lock 
. Barrel link 

. Barrel link pin 

. Firing pin retainer pin 
. Barrel 

. Barrel bushing 

. Safety assembly 

. Safety fixing screw 

. Insert pin 


insert 
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